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Occupational  Safety  &  Health  Administration  (OSHA)  Technical  Support 

Committee 
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29  December  2000 


This  Project  was  begun  on  12  June  1996  and  was  completed  on  29  Dec.  2000 
under  NASSCO  Purchase  Order  MU266287-D,  dated  21  May  1996.  Administrative 
arrangements  for  processing  Subtasks  under  this  Project  were  developed,  based  on  the 
general  requirements  for  perfonning  projects  under  the  NSRP.  The  members  of  the  SP-5 
Ad  Hoc  Committee  approved  these  arrangements  for  Safety  &  Health,  and  by  the  NSRP 
Program  Manager  at  NASSCO.  A  total  of  22  Subtasks  Tasks  were  submitted  by  the  Ad 
Hoc  Committee,  from  which  19  Subtasks  were  approved  and  completed  on  schedule  and 
on  or  under  budget.  Final  reports  were  submitted  to  the  program  manager. 


Subtask  1 
2 

3 

4 

5 

6 

7 

8 

9 

10 
11 

12 

13 

14 

15 


SP-5  ad  hoc  Safety  &  Health  Committee  Meeting  June  26  1996 
Tacoma,  Washington 

SP-5  ad  hoc  Safety  &  Health  Committee  Meeting  August  27  1996 
Annapolis,  Maryland 

Chairman  SP-5  Attendance  at  MARAD  Safety  Conference 
October  1996 

Vice  Chainnan  SP-5  Support  of  Workers  Compensation  Workshop 
Sep  24  &  25  in  Washington  D.C. 

SP-5  ad  hoc  Safety  &  Health  Committee  Meeting  October  9  1996 
Brunswick  Maine 

Develop  a  Model  Contractor  Health  &  Safety  Program  October 
1996 

Support  Ergonomic  Conference  January  9  1997  Chicago 

SP-5  ad  hoc  Safety  &  Health  Meeting  July  23  1997  Gulfport 

Mississippi 

Support  Negotiated  Rulemaking  Committee  for  Fire  Protection  for 
Shipyard  Employment  October  7,8&9  Walker  Boat  Yard  Kentucky 
SP-5  ad  hoc  Safety  &  Health  Meeting  October  25  1997  in 
Washington  D.C. 

Support  meeting  with  OSHA  and  NIOSH  on  Ergonomics  January 
4  &  5  1998  in  Washington  D.C. 

Support  NIOSH  Ergonomics  Walk-thru  at  Bath  Iron  Works 
Cancelled 

SP-5  ad  hoc  Safety  &  Health  meeting  June  1998 

Support  NIOSH  Ergonomics  Walk-thru  at  Ingalls,  Todd,  Avondale 

and  Electric  boat  Shipyards 


16  Cancelled 

17  Japan  Trip  five  facilities  Observe  how  Safety  &  Health  aspects  can 
be  incorporated 

1  8  Presentation  to  National  Safety  Congress  on  Ergonomics 
Initiatives 

19  Cancelled 

20  SP-5  ad  hoc  Safety  &  Health  meeting  in  Baltimore  Md.  March 
1999 

21  Support  National  Safety  congress  meeting  October  19,20  and 
21  October  1999 

SP-5  ad  hoc  Safety  &  Health  meeting  December  4,5,6  and  7  2000  in  Baltimore  Md. 


For  more  information  about  the 
National  Shipbuilding  Research  Program 

please  visit: 

http://www.nsrp.org/ 

or 

http://www.USAShipbuilding.com/ 


